Gas: Raa: ive Ta DGUARrT. are 
UNITZD STATUS ARMY FORCES, PACIFIC 
Office of the Chie? Sur.eon 


gA15 


MeIRCULAR LITTER) hah iG, 500 
4 : 17 January 1946 - 
ey 


NOMENCLATURE FOR MEDICAL RECORDS 


i” 1. The followinz is vuoted from a letter, Office of The 

SBurfeon General, dated 30 November 194.5. 

‘ at Att tention is called to TB BED 203, "Nomenclature and 
Method of Recordins Dia noses’, dated 19 October 1915. 
This bulletin prescribes the nomenclature and method of 
recordings dia;;noses on the individual medical records 
(AR 40-1025) used in Army medical installations. livery 
mecical officer carins for patients as well as every 
hospital resistrar shoulda have a copy of this bulletin, 
@ copy of which is inclosed. P 

WZ» Althouch the diagnostic terms listed in TB MipD..293 

inciude most of the common conditions for which person- 

nei receive medical care certain of the less frequent 

couditions are not listed. Tre Standard Nomenclature 

of Disease and Onerations published by the Anerican 
wedical association is the accented authority on nomen- 
| clature. ‘J:cnever the apvrovriate term cannot be fcund 
. in TB MoD 203, the standard terminology ;iven in this 
book should be used, ae Standard Nomenclature of 

Disease and Oserations has been standardized for the 

Army and & may be ordered through the usual ciiannels. 

SufTicient copies of this book for reference purposes 
shouid be available in eéch hospital.” 


{ Ze F€3B ED 203 is being distributed through normal channels 
xy the Ad juters Generals Office Additional Copies can be ordered 
Tom the Adjutant General's Office, of the appropriate Major 
ommand. . 
| 3. The Standard Nomenclature of Disease and Operations may 

P ordered thicush the usual medical surply channels. Order number 
S B-1605990. Tais book is carried in chanjes to equipment lists 

ox all General Hospitals and Station Fosnitals lar.,er than 25 beds. 
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